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927 July 5, 1907 

CUBA. 

Report from Cardenas — Health conditions. 

Acting Consular Agent Fitz Gibbon reports, June 17 : 
No infectious diseases have been reported by the health depart- 
ment of this city for the week ended June 10, 1907. 

Report from Gienfuegos — Inspection and fumigation of vessels — 

Sanitary conditions. 

Acting Assistant Surgeon Marsillan reports: 
Week ended June 22, 1901. 

Vessels inspected 3 

A 7 essels inspected and fumigated 4 

Bills of health issued 7 

Crews inspected 160 

Crews inspected landed here 4 

Crews inspected taken on here 2 

Cabin passengers inspected 2 

Immune certificate issued 1 

Since June 6 no yellow- fever case has been reported within this 
province. 

The Norwegian steamship Times, from Manzanillo, bound for 
Mobile, was fumigated by this office on the 17th. On inspection, all 
temperatures of crew were found normal. 

The British barkentine Hector, from Mobile, bound for the same 
port, was fumigated by this office on June 19. On inspection, tem- 
peratures of all persons on board were found normal except in one 
of the crew with more than 100° F. This fact was mentioned on the 
bill of health. 

The American schooner Agnes Manning, from Philadelphia and 
bound for Mobile, was fumigated by this office on June 20. All tem- 
peratures of crew were found normal on inspection. 

The Cuban steamship Antilla, from Santiago de Cuba, bound for 
New York, has taken on here 2 cabin passengers for her port of 
destination, and landed at this port 1 from her crew. All in good 
sanitary condition. 

The British schooner Nora Wiggins, from Bridgewater, Nova 
Scotia, bound for Gulfport, was inspected and fumigated by this office 
on June 22. All of crew were found in good health. She left here 
3 members of crew and took on board 2. 

The sanitary condition of the city and surrounding country is fair. 
No quarantinable disease has appeared in this port during this week. 



